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2.  LOCATION 
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?.iroort  tf)vver.  Lon'i-  Beach  C 

3*  DATE^TIME  CROUP 

: TYPE  OP  OBSERVi^TJON 

Lacai  - 

0 Ground* Vl sual 
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T7Cfaund*Radof 

r.M  T J 3 / 0 7 .3  j 

! □ Air*  visual 

G Air«lnlare#pt  Rodor 

S.  PHOTOS  j 

“iTsbuRdg 

□ Y>a 
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Civilian 

y.  LENGTH  OP  OBSERVATION 

a.  NUMBER  OP  OBJECTS 

9.  COURSE 

I D seconds 

2 then  1 

1 

1 

ho.  BRIBE  SUMMARY  OP  SIGHTING 

[11.  COMMENTS 

12.  CONCLUSIONS 

O Wds  Bolloon 

□ Probobly  Bolloon 

□ Possibly  Bolloon 

□ Wos  Airefoft 
Q Probobiy  Aireroft 

□ Possibly  AireroM 

□ Was  Astronofiiicol 
O.  Probobly  Astronomical 
S Possibly  Astronomical 

axoth^pRaUar.  .uLa  It  uac  iiloi 


O Insufficiont  Doto  for  Evoluotion 
D Unknown 


I'vo  oojeccs  then  one  — rectangular — 
Size  of  couventionaL  airget.  Speed 
ap..ro:<  3a00  MPH.  Objects  detected  10 
rniies  Northwest  ot  station  on  a 320 
d,;r  .'nagnitude.  Heading'  3t  stopped  at 
approx  -tO  miles  range,  then  mame 
baclt  towards  station  to  approx  10  miles 
S’’opj:od  then  proceeaed  on  320dgr  mag 
heading  beyond- range  of  scope. 


Preparing  Officer  concur  this 
was  radar  malfunction  due  to 
loss  of  high  voltage  at  station. 


ATTC  FOaM  139  (RZV  3«  SEP  S3) 
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RP.  RJEDEN  RJEDWP  EJEPHa 
DE  RjypJB  113 
R 2523452 

FM  COl-lOR  27TH  AIP.  DIV  DKF  NORTON  AFB  CALIF 
TO  RJEDEN/COt-lDR  AJC  ENT  AFB  COLO 
RJZO'-tfP/CCMDR  AIR  TECH  INTEL  CENTER  WRIGHT  PATT  AFB  OHIO;  x ' 
RJWPHa/DIR  OK  INTEL  HO  U3AF  WAS HOC 
BT 

UNCLAS  2701  TAG  C-0729  PD  UFOB  A.  RECTANGULAR  B.  SIZE  OF  CON- 
VENTIONAL TARGET  C.  NONE  D.  T^Q  THEN  ONE  £•  IN  TRAIL  F.  NONE  G. 
NONE  H.  NONE  I*  NONE  2.  A.  SPEED  ACROSS  SCOPE  B,  300  DEGREES 
MAGNETIC.  NO  ELEVATION  C,  315  DEGREES  MAGNETIC.  NO  ELEVATION  D, 

FROM  10  MILES  NORTHWEST  TO  50  MILES  NORTHWEST  OFF  OF  " lOPE 
APPROXIMATELY  3S00  MPH  INITIALLY  DETECTED  10  MILES  NOP^TtWEST 


t- 


jf..  •7.7,’;  >•  DtCPlTS  ;-ifi  j.’B'TC  HfAP-KC  ALT  STOPPED 


AT  APPROXIMATELY  40  MILES  RANGE  (ABRUPT  STOP)  THEN  CAME  BACK  TO- 
WARD STATION  TO  APPROXIMATELY  10  MILES,  STOPPED  AGAIN  AND  THEN 
PROCEDED  ON  A 320  DEGREES  MAGNETIC  HEADING  BEYOND  RANGE  OF  SCOPE 


h 
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C50  MILKS).  E,  OUT  OP  RADAR  RANGE  F.  kO  SECONDS  3.  A.  ELECTRONIC 
AIR  SURVEiLUNCE  RADAR  B.  NONE  C.  NONE  A.  A.  23/0755Z.  E.  NIGHT 
5,  LOS  ANGELES  INTERNATIONAL  AIRPORT  TOWER  LONG  BEACH  MUNICIPAL 
TOWER  CCAA).  6.  A.  CIVILIAN  AIR  OPERATION  SPECIALIST.  (TOWER 
OPERATORS).  JOHNSON,  NORMAN,  GS  11  (EXCEPT  FOR  TECHNICAL  KNOW- 
LEDGE OF  RADAR,  OBSERVER  RELIABLE).  7.  A.  CLEAR  15  MILES  VISI- 
BILITY E.  ADCC  FORCASTER  C.  CLEAR  D.  15  MILES  E.  NONE  F.  NONE 
3.  NONE  9.  TWO  F39*S  FROM  OXNARD  DISPATCHED  TO  THE  AREA  10.  NONE 
U.  SR.  CONTROLLER,  CAPTAIN,  USAF.  POSSIBLE  MALFUNCTION  OF  RADAR 
EQUIPMENT,  SINCE  NO  VISUAL  SIGHTINGS  WERE  REPORTED,  AND  AT  0S07Z 
THE  STATION’S  RADAR  LOST  IT’S  HIGH  VOLTAGE  AND  WENT  OFF  12,  NONE 
BT 
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